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Part Number: D4837-1 
Mes eg een gk ge ee 


Description: Strut 


Inspection Dwg: D4837 Rev: C Page 1 of 1 
FIRST ARTICLE INSPECTION CHECKLIST 
Drawin Actual 
7 Tolerance Accept | Reject manon or Comments 
Dimension Dimension Inspection 


d 


Ø0.422 +0.001/-0.000 ooo | 
1.28 +/-0.030 | —- 

Ø0.394 +0.006/-0.001 
0.38 +/-0.030 re, 4 
0.500 +/-0.010 

10.664 +/-0.005 | — 
12.42 +/-0.030 

@0.125 


+0.004/-0.001 


Measured by: | Audited by: 
Date: | Date: 


Rev Date Change 
13.07.10 | New Issue 
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